Newark Eagles Baseball Club 
GRAND STAND 
FED. TM ee Total 6c 


9188 


3 


Betting or gambling of 
any kind is prohibite 


in this stadium 


RAIN C 
Not Redeemabie tor Cash 
In the event that 4% innings 
of this game are not played, 
this coupon will be good for 
any subsequent regular cham: 
pionship game during the sa 
gon, and may be exchanged at’ 
the box oflice for this priced 
ticket. Subject to prior saled 
when presented. 
BETTING OR GAMBLING OF ANY KIND 
iS PROHIBITED IN THIS STADIUM. 
Nowark Eagles Baseball Ciub 


President 5 


“Simplex Te & P. Co., inc., Now York 


by this ticket. 
169 


5% Total GOc 


WILSON AVE., NEWARK 
GRAND STAN 


39188 


Management reserves the right to re- 
fund price and revoke license granted 


ADMIT ONE came onıy 


Est. Price 
Fed, Tax 


RUPPERT STADIUM 


Y 


(Negro National Association of Professional B. B. Clubs) 


NEWARK EAGLES BASEBALL CLUB 


